Iscreoancles 
, 


Part Number 
Description 
Quantity 
Quantity 
!Quantlty 
Quantity 
Quantity 
Comment / NCR 
Ordered 
Rec'd 
Short 
Insoected 
,Relected 
Number 


" 


,', 
- 
~" 
Initials of Receiver 
QC12 
()1(' 


Production/Admin: 
Date 
Received/Costing 
Initial 


H:\FO~MS\Purchasing\approved purch\RECREPO~T Rev F 


Location 


I 
_______________ 
J 


AIR DYNAMICS 
19420B CLARK GRAHAM AVENUE 
BAlE D'URFE, QUEBEC 
H9X 3R8 


Order .'rom : 


T 


Dart Aerospace Ltd. 
1270 Aberdeen Street 
Hawkesbury, ON K6A 1K7 
Tel: 613 632 9577 
Fax: 613 632 1053 


VC-AD001 


PURCHASE ORDER 


Purcba-se Order ID P027340 


Purchase Order Date 2/4/2015 
PO Print Date 2/4/2015 


Page Number 1 of 1 


Ship To : 
DART AEROSPACE LTD 


1270 ABERDEEN 
HAWKESBURY, 
ON K6A lK7 
. 
CANADA 
r:--J 
t'\ 
; . 


Contact Name 
Vendor Phone 


Ship To Contact 
Ship To Phone 
Ship Via: 


Ship Acct: 


514-457-4287 


Purolator ground collect 


Buyer 
Customer POID 
Customer Tax # 
Terms 
Currency 


FOB 


Chantal Lavoie 


10127-2607 
Net 30 
CAD 


EXW - (Ex Works) 


PROCUREMENT QUALITY CLAUSES 
AOOOCLAUSES NOT REQUIRED 


Line 
Reference 
Nbr 
Vendor Part Number 


Line Comments 
Delivery Comments 


71400-11 


Description! 
MfgID 


R2K1 TOLUENE 
SHERWIN WlLUAMS 


ReqDate/ 
CD 
Req Qty/ 
Taxable 
Unit of 
Measure 
Promise Date 
<-// 


2/12/2015 
1.00 


Yes 
Each 


2/12/2015 


PO Unit Price 


$125.00 


Extended 
Price 


$125.00 


Deliver To: 
ANDY 


PO Instructions: 
Purolator Acc#7684382 


Line Total: 


PO Total: 


$125.00 


$125.00 


Note: Terms & Condition of Purchasing(Suppliers) 
and Procurement 
Quality Clauses are an integral part of our AS9100 
requirements. 
To learn in detail, please visit www.dartaerospace.com 
for further explaination. 


Change Nbr: 
Change Date: 
2/4/2015 


4tz3' 
.' ~ 
~. 
- - 
. BON-DE 
'<f~t:t 
.Air Dynamics 


::.:: 
Graham Avenue 
Tel.: (514)457-4287 
LIVRAISO 
Baie D'Urfe, QuebecH9X 3R8 
Fax: (514) 457-4143 


PACKING SLIP 
731641 


CUSTOMER 
NO. 
700 


Facture a: 
Invoice to: 


Expedie a: 
Ship to: 


DART AEROSPACE 
LTD 
1270 ABERDEEN 
STREET 
HAWKESBURY 
ON 
K6A 1K7 


SAME 


ACCTS PAY/ DALE BATES 


Dote 
Expedie par/Ship via: 
F.A.B./F.O.B. 
Conditions/Terms 


02/17/15 
PUROLATOR 
COLLE ~T 


No. de commande 
Dote de commande 
Vendeur(sel/Solesperson 
Notre No. de commonde/Our 
order number 
Purchase order no. 
Order dote 
P027340 
02/04/15 
SARAH FAIRHURST 
I 
I 
~ 


Ote req/ 
Expedie 
Oty req 
Shipped 
En souffe/ 
No. d'article 
B.O. 
Item Number 
Description 
Prix unitoire 
Unit price 
Prix ropporte 
Extended price 


R2K1 


BATCH 


ORDERED 
BY CHANTAL 
LAVOIE - SHIP VIA P 
ROLATOR 


TOLUENE 
(GALLON) 
(product # 0154-8668) 


BATCH #30986 LOT#MQ1624AE 
EXP: JUNE 11 2017 


MFG CERTIFICATION/MSDS 
INCLUDED 


DECRITEfi DANS LE !'.RE$~NT CEFlTIFICAT 
ONT ET~ ()Bri:f'l. '''' 
D:"" CA~D~.. 
SOURCE D'APPROVI'110NNEMENT OCNFQRME AUX CQNDIYI~>NS 
AUXaUELLES LE GERTIACAT DIAUTORtSATION Or: f:";'STRlr~!mON 
5 
NO.12.89 
U MINJST~E DES TRAN.SPORTSA ETE AlTRlUlJE. 


DATE 
' 
. 
'WJJ JtJI5 


~NE~t1d~ 
~ 


Notre numero de TPSest Ie R100093301 
Notre numero de TVQ est Ie 1000384280TQOOO1Fe 


o 


AIR DYNAMICS 
(ji!) 
AD- 
10\ 
RELEASE 
,. 1'9420B Clark Graham 
Avenue 
. 
. 
. 
~. 
CERTIFICATE 
~ ,. 
Baie d'Urfe, .?ue~ec,HPX 3R8 . 
5 
tf 


NOMENCLATURE ..~o.l~.E.~ ~Y..G;AllOAl).?~~o.I94..:..8«c8 


PART NUMBER ~';1.K~ 
M3iCtkGFflK'E 
. 
MAK:5J:1aWININ,J11flH5E:i\'ori\m 


~RIiJ.E II~ER 
Lf.J\e :5u..tV.. 
t ~ 
7..J 
. 


NEW 
~. 
REPAIRED 
INSPECTED 
OVERHAULED 
MODIFIED 
. 


PREVIOUS CERTIFICATION ..~*..2S?~ 
L<:r.C* H..Q..1.0~.4itG 
. 


I HEREBY CERTIFY THAT THE AIRCRAFT PARTS, APPLIANCES AND/OR MATERIALS DESCRIBED HEREON 
WEREACQUIREDFROMASOURCEOFSUPPLYTlW ISCONSISTANT 
WITHTHECONO"1l'~ 


:~H~G(gmAg¥'N~G:;ro1S~P~R~~; 
..~...... _ 


JE Cfrrnf-lF..:JJ.\~1iJ.::; p~:t"'..1.\;: t;:j ~'lL'EL[S rIEC~S O'Af:J~NEFS 
DECRITES DANS ~1 PRESENT CERTIRCAT ONT ETE OBTENUES C'UNE 
SOURCE O'APPRUVl'110NNEMENT CONFORME AUX CONDIWNS 
AUXQUELLES lE CERTlflCAT D'AUTORISATION DE DISTRIBUTION 
NO. 12-89 OU MINIST 
E DES TRANSPORTS A EYEAiTRIBUE. 
• 


Sherwin-Williams 
Certificate of Analysis 
~30986 


17 FEV.2015 
Page 1 of 1 


Richmond 
395 Boggs Lane South 
Richmond, KY 40475 


Phone: (859) 624-1240 
Fax: (859)623-5037 
Print Date: 16-Jun-20 14 


Product Number: 


Description: 


Batch No.: 


Date of Manufacture: 


Julian Batch Date: 


Expiration Date: 


Shelf Life: 


.01548668 


Toluene (Toluol) 


MQ1624AE 


11-Jun-2014 


MQ1624 


11-Jun-2017 


36 Months 


PRODUCT 
NUMBER: 
01548668 


DESCRIPTION: 
TOLUENE 
(R21<1) 


BATCH # 30986 
LOT # MQ1624AE 


EXPIRY DATE: JUNE 11, 2017 
SUPPLIED 
BY AIR DYNAMICS 


Minimum 
Maximum 
Value 
Unit 
Method 
Test 


ITM401.000 WT/GALLON 8Y CUP 
401.000A 
#GAL 
7.13 
7.23 
7.21 


ITM744.100 GC PROFILE 
744.100A 
P/F 
PASS 
PASS 


ITM744.100 GC RETENTION 
744.1008 
P/F 
PASS 
PASS 


ITM424.400 L1CO200 PT-CO 
424.4008 
PTCO 
0 
10 
10 


Indicated shelf life (if any) is from the date of manufacturing, 
provided proper storage is maintained and proper agitation and application 
are performed. 
Unless 
otherwise agreed in writing by The Sherwin-Williams 
Company, indication (if any) of shelf life is an estimate only and not a guaranty. 
Records, Malerial Safely 
Data Sheets and retained samples maintained 
in accordance with the policies and procedures of The Sherwin-Williams 
Company. 
This document is not a 
warranty or an agreement for the sale of goods and no representations 
or warranties, 
express or implied, are made hereunder. 
This document is issued by or on 
behalf of The Sherwin-Williams 
Company by an authorized person .• 
All SW Test Methods are based on the applicable 
ASTM where stated. 


Approved 8y: 
Date: 
11-Jun-2014 


Rodney Hinkle 
QC Team Leader 


MATERIAL SAFETY DATA SHEET 


TOlUENE/SW 
1000 


SECTION 
1 - 
PRODUCT AND COMPANY 
IDENTIFICATION 


PRODUCT 
NUMBER 
TOLUENE/SW 
PRODUCT 
NAME 
Toluene 
(Toluol) 
MANUFACTURER'S 
NAME 
THE SHERWIN-WILLIAMS 
COMPANY 
101 Prospect 
Avenue 
N.W. 
Cleveland, 
OH 44115 


Tele 
hone Numbers 
and Websites 
Regulatory 
Information 


SECTION 
2 - 
COMPOSITION/INFORMATION 
ON INGREDIENTS 


DATE OF PREPARATION 
Feb 5. 2015 


% by Weight 
100 
CAS Number 
Ingredient 
108-88-3 
Toluene 
ACGIH TlV 
OSHA PEL 
OSHA PEL 


Units 


20 PPM 
100 ppm (Skin) 
150 ppm (Skin) STEl 


Vapor 
Pressure 


22 mm 


SECTION 
3 - 
HAZARDS 
IDENTIFICATION 


ROUTES OF EXPOSURE 
INHALATION of vapor or spray mist. 
EYE or SKIN contact with the product, vapor or spray mist. 
EFFECTS OF OVEREXPOSURE 
EYES: 
Irritation. 
SKIN: 
Prolonged or repeated exposure may cause irritation. 
INHALATION: 
Irritation of the upper respiratory system. 


HMIS Codes 
Health 
2 
Flammabilit 
3 
Reactivit 
0 


May cause nervous system depression. 
Extreme overexposure 
may result in unconsciousness 
and possibly death. 
Prolonged overexposure 
to hazardous ingredients in Section 2 may cause adverse chronic effects to the following organs or systems: 
• the liver 
• the urinary system 
• the cardiovascular 
system 
• the reproductive 
system 
SIGNS AND SYMPTOMS 
OF OVEREXPOSURE 
Headache, dizziness, nausea, and loss of coordination 
are indications of excessive exposure to vapors or spray mists. 
Redness and itching or burning sensation may indicate eye or excessive skin exposure. 
MEDICAL 
CONDITIONS 
AGGRAVATED 
BY EXPOSURE 
None generally recognized. 
CANCER INFORMATION 
For complete discussion of toxicology data refer to Section 11. 


SECTION 4 - 
FIRST AID MEASURES 


EYES: 
Flush eyes with large amounts of water for 15 minutes. Get medical attention. 
SKIN: 
Wash affected area thoroughly with soap and water. 
Remove contaminated 
clothing and launder before re-use. 
INHALATION: 
If affected, remove from exposure. Restore breathing. Keep warm and quiet. 
INGESTION: 
Do not induce vomiting. Get medical attention immediately. 
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TOLUENE/SW 


SECTION 
5 - 
FIRE FIGHTING 
MEASURES 


FLAMMABILITY 
CLASSIFICATION 
RED LABEL -- Flammable, 
Flash below 100 of (38°C) 
UEL 
7.0 
LEL 
1.0 
FLASH POINT 
40 of PMCC 
EXTINGUISHING 
MEDIA 
Carbon Dioxide, Dry Chemical, Foam 
UNUSUAL FIRE AND EXPLOSION 
HAZARDS 
Closed containers 
may explode when exposed to extreme heat. 
Application 
to hot surfaces requires special precautions. 
During emergency conditions overexposure 
to decomposition 
products may cause a health hazard. Symptoms 
may not be immediately 
apparent. Obtain medical attention. 
SPECIAL FIRE FIGHTING PROCEDURES 
Full protective equipment including self-contained 
breathing apparatus should be used. 
Water spray may be ineffective. If water is used, fog nozzles are preferable. Water may be used to cool closed containers to prevent pressure 
build-up and possible autoignition or explosion when exposed to extreme heat. 


SECTION 
6 - 
ACCIDENTAL 
RELEASE MEASURES 


STEPS TO BE TAKEN IN CASE MATERIAL IS RELEASED OR SPILLED 
Remove all sources of ignition. Ventilate the area. 
Remove with inert absorbent. 


SECTION 
7 - 
HANDLING 
AND STORAGE 


STORAGE CATEGORY 
DOL Storage Class IB 
PRECAUTIONS 
TO BE TAKEN IN HANDLING AND STORAGE 
Contents are FLAMMABLE. 
Keep away from heat, sparks, and open flame. 
During use and until all vapors are gone: Keep area ventilated - Do not smoke - Extinguish all flames, pilot lights, and heaters - Turn off 
stoves, electric tools and appliances, and any other sources of ignition. 
Consult NFPA Code. Use approved Bonding and Grounding procedures. 
Keep container closed when not in use. Transfer only to approved containers with complete and appropriate 
labeling. Do not take internally. 
Keep out of the reach of children. 


SECTION 8 - 
EXPOSURE 
CONTROLS/PERSONAL 
PROTECTION 


PRECAUTIONS 
TO BE TAKEN IN USE 
Use only with adequate ventilation. 
Avoid contact with skin and eyes. Avoid breathing vapor and spray mist. 
Wash hands after using. 
VENTILATION 
Local exhaust preferable. General exhaust acceptable if the exposure to materials in Section 2 is maintained 
below applicable exposure 
limits. Refer to OSHA Standards 1910.94, 1910.107, 1910.108. 
RESPIRATORY 
PROTECTION 
If personal exposure cannot be controlled below applicable limits by ventilation, wear a properly fitted organic vapor/particulate 
respirator 
approved by NIOSH/MSHA 
for protection against materials in Section 2. 
PROTECTIVE 
GLOVES 
Wear gloves which are recommended 
by glove supplier for protection against materials in Section 2. 
EYE PROTECTION 
Wear safety spectacles with unperforated 
sideshields. 
OTHER PRECAUTIONS 
Intentional misuse by deliberately 
concentrating 
and inhaling the contents can be harmful or fatal. 


SECTION 9 - 
PHYSICAL AND CHEMICAL 
PROPERTIES 


105 -114°C 


860 g/l 
PRODUCT WEIGHT 
SPECIFIC GRAVITY 
BOILING POINT 
MELTING POINT 
VOLATILE VOLUME 
EVAPORATION 
RATE 


7.18Ib/gal 
0.86 
222 - 238 OF 
Not Available 
100% 
Slower than 
ether 
VAPOR DENSITY 
Heavier than air 
SOLUBILITY 
IN WATER 
Not Available 
VOLATILE 
ORGANIC COMPOUNDS 
(VOC Theoretical 
- As Packaged) 
7.18 Ib/gal 
860 g/l 
Less Water and Federally Exempt Solvents 
7.18 Ib/gal 
860 g/l 
Emitted VOC 
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, 
TOLUENE/SW 


I 
SECTION 
10 - 
STABILITY 
AND REACTIVITY 


STABILITY 
- 
Stable 
CONDITIONS 
TO AVOID 
None known. 
INCOMPATIBILITY 
None known. 
HAZARDOUS 
DECOMPOSITION 
PRODUCTS 
By fire: Carbon Dioxide, Carbon Monoxide 
HAZARDOUS 
POLYMERIZATION 
Will not occur 


I 
SECTION 
11 -TOXICOLOGICAL 
INFORMATION 


4000 ppm 
5000 mg/kg 
4HR 


Ingredient 
Name 
Toluene 
LC50 RAT 
LD50 RAT 


CHRONIC 
HEALTH HAZARDS 
No ingredient in this product is an IARC, NTP or OSHA listed carcinogen. 
Reports have associated 
repeated and prolonged overexposure 
to solvents with permanent 
brain and nervous system damage. 
TOXICOLOGY 
DATA 


CAS No. 
108-88-3 


SECTION 
12 - 
ECOLOGICAL 
INFORMATION 


ECOTOXICOLOGICAL 
INFORMATION 
No data available. 


I 
SECTION 
13 - 
DISPOSAL 
CONSIDERATIONS 


WASTE DISPOSAL 
METHOD 
Waste from this product may be hazardous as defined under the Resource Conservation 
and Recovery Acl'{RCRA) 
40 CFR 261. 
Waste must be tested for ignitability to determine the applicable EPA hazardous waste numbers. 
Incinerate in approved facility. Do not incinerate closed container. Dispose of in-accordance 
with Federal, State/Provincial, 
and Local 
regulations regarding pollution. 


SECTION 
14 - 
TRANSPORT 
INFORMATION 


Multi-modal shipping descriptions 
are provided for informational 
purposes and do not consider container sizes. The presence of a shipping 
description for a particular mode of transport (ocean, air, etc.), does not indicate that the product is packaged suitably for that mode of 
transport. All packaging must be reviewed for suitability prior to shipment, and compliance 
with the applicable regulations 
is the sole 
responsibility 
of the person offering the product for transport. 
US Ground 
(DOT) 
1 Liter (1.1 Quarts) and Less may be Classed as LTD. QTY. (PAINT OR RELATED). 
Larger Containers are Regulated as: 
UN1294, TOLUENE, 
3, PG II, (ERG#130) 
DOT (Dept of Transportation) 
Hazardous 
Substances 
& Reportable 
Quantities 
Toluene 1000 Ib RQ 
Bulk Containers 
may be Shipped 
as (check 
reportable 
quantities): 
RQ, UN1294, TOLUENE, 
3, PG II, (ERG#130) 
Canada (TOG) 
UN1294, TOLUENE, CLASS 3, PG II, (ERG#130) 
IMO 
1 Liter (1.1 Quarts) and Less may be Shipped as Limited Quantity. 
UN1294, TOLUENE, 
CLASS 3, PG II, (4 C c.c.), EmS F-E, S-D 
IATAlICAO 
UN1294, TOLUENE, 
3, PG II 


I 
SECTION 
15 - 
REGULATORY 
INFORMATION 


SARA 313 (40 CFR 372.65C) SUPPLIER 
NOTIFICATION 


CAS No. 
CHEMICAUCOMPOUND 
% b 
WT 
% Element 
108-88-3 
Toluene 
100 
CALIFORNIA 
PROPOSITION 
65 
WARNING: This product contains chemicals known to the State of California to cause cancer and birth defects or other reproductive 
harm. 
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TOLUENE/SW 


TSCA CERTIFICATION 
All chemicals in this product are listed, or are exempt from listing, on the TSCA Inventory. 


SECTION 
16 - 
OTHER INFORMATION 


This product has been classified in accordance with the hazard criteria of the Canadian Controlled 
Products Regulations 
(CPR) and the 
MSDS contains all of the information required by the CPR. 


~_._~-------------~----------------------~~---~- 
The above information pertains to this product as currently formulated, and is based on the information available at this time. Addition of reducers or other 
i additives to this product may substantially alter the composition and hazards of the product. Since conditions of use are outside our control, we make no 


; warranties, 
express 
or implied, 
and assume 
no liability 
In connection 
with 
any use of this 
information. 


page 4 of 4 


